GOTHIC ARCHITECTURE is seen at its finest in some of the old towns of Belgium. In

the centre of Louvain, an important town of the fourteenth century, stood this beautiful

Gothic town hall. It escaped damage during the first World War, but in the German invasion

in 1940, it is said to have been damaged to some extent.
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